Mr. Henderson stated that when he called Inspector McGee
he asked him to send an inspector to the mine to "look at
the situation.11  Mr. McGee dispatched Inspectors Caldwell
and Williams to the mine on a Friday morning, and they looked
at the situation which concerned him, as well as "the mine as
a whole."  Mr. Henderson stated that he did not go with the
MSHA inspectors, and that the second heading which concerned
him had not been shot down or loaded out and that it was
"still hanging."  Mr. Henderson was then summoned to the
mine office with Mr. Stanley and the two inspectors, and he
indicated that the inspectors told him that his complaint
was justified, and that "there is a potential hazard there"
CTr. 44) .

In further explanation of the events after the inspectors
came to the mine, Mr. Henderson testified as follows {Tr. 46-
48) :

Q.  Did you look at it with the inspectors?

A.  No; I wasn't up there with them when they
looked at it,

Q.  O.K.  When you refused to go under there, how
far did that extend or stand out from the face?

A.  Well, this particular heading, I believe,
had only had one shot taken out of it, so there
was about 10 feet of overhanging rock hanging
there of the seam.

Q.  And is it your testimony that 10 feet was
overhanging when you refused to go under it?

A.  Yes, I would say about that.  I believe
there was only one shot out of it.

Q.  Now, what happened after the conversation
you had with the inspectors? You have already
told us that they said yes, there was a possible
hazard.

A.  Well, they told Mr. Stanley and me that I
was responsible along with the foreman to make a
safe working place.  I said, "Yes, that is fine,"
and he told Mr. Stanley that I was protected by
the Justice Department, and all this stuff.

Q.  Did they make any recommendations as to what
should be done?
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